EARLY VOTING BALLOT TRANSPORT STATEMENT 


Election Type: General Election Election Date: _ 11/08/2022 


Name of Location: MOUNTAIN PARK HEALTH CENTER VC# 15680 Arrival Time: /¥_| 5S 


Were there ballots to be picked up? [ves <If YES, complete lines 1-7 0O NO <1F NO, complete lines 1-7 


Spoils picked up? [ves [Jone Completed Forms picked up? ETs 0O NONE 


1) Blue Drop Box Seals # i £ ao led AG {$2219 ¢ 27 <indicate the seal numbers that were taken off on blue drop box 


2) Blue Drop Box Seals #25 ZAC (9 457 &is GEKA KAA P iaa the seal numbers that were_placed on blue drop box 


3) Red Box Seals #/S 220) QY S E &is 220/ N GO. <indicate the seal numbers that were_placed on ballot transport box 
4) Ballot Box Sealed/Checked on (Date) ji /2 /2A (Time) 2O : 5 4<ate and time box was sealed/checked 


5) Location Staff Member (Signature) 


9769 
/[$21017959 (SU20/ l l 
Ballot Box Seals # & <If applicable, verify the seal numbers on the box match the above from location 


siana RN IE 


> — <Indicate the seal numbers that were broken from blue drop box 


Count of Ballots in Transport Bin +f§9Q em Fs as bi akad 


Audit Agent (Signature) / )( Le Te iii. pst Date/Time: “es E By 7 
affirm Seal #’s match orthat no ballots were to be picked up ate of Audit Match 
E 


Blue Drop Box Seals 


EARLY VOTING BALLOT TRANSPORT STATEMENT REV 09-09-2022 


